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ORIGIN SY-05 

INFO OCT-OI EA-09 ISO-00 FBOE-00 A-01 /0I6R 

DRAFTED BY A/SY/FO:WJHOLDA:SO 
APPROVED BY A/SY/FO - RALPH F. EARL 
A/SY/T - RWALLER (IN SUBS) 

A/FBO - WFMCCOLLOUGH (IN SUBS) 

001195 

R 042357Z NOV 75 
FM SECSTATE WASHDC 
TO AMEMBASSY TOKYO 

UNCLAS STATE 261391 

E.O. 11652: N/A 

TAGS:ASEC 

SUBJECT: LOCKING DEVICES, NEW OFFICE BUILDING TOKYO 
REE: TOKYO I55I4 

1. ACCORDING A/FBO (HENDON), FIVE COPIES OF SPECIFICA- 
TIONS AND FLOOR PLANS FOR NEW OFFICE BUILDING WERE FOR- 
WARDED TO TOKYO. THREE COPIES FOR CONTRACTOR AND TWO COPIES 
FOR FBO PROJECT SUPERVISOR, ONE OF WHICH WAS FOR RSO USE. 

2. CONTRACTOR WAS TO BE SUPPLIED WITH BROCHURES ON LOCKING 
HARDWARE BY GRUEN ASSOCIATES' HARDWARD SPEC WRITER. HOW- 
EVER, COPIES WERE POUCHED OCTOBER 31, REGISTRY NUMBER 
2791759. ONLY ONE COPY OF BROCHURES ON GENERAL AND SCHLAGE 
LOCKS AVAILABLE AT THIS TIME. EXTRA COPIES CAN BE RE- 
PRODUCED LOCALLY. A LISTING OF LOCK HARDWARE CODE NUMBERS 
IS ALSO INCLUDED TO ASSIST YOU IN IDENTIFYING LOCK HARDWARE 
ON THE FLOOR PLANS. 

3. FOR YOUR INFORMATION, ACCORDING TO HARDWARE SPEC WRITER 
INDICATED ABOVE, A SCHLAGE LOCK REPRESENTATIVE IS LOCATED 
IN TOKYO. HE SHOULD BE ABLE TO PROVIDE YOU WITH ADDITIONAL 
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MATERIALS AND INFORMATION IF REQUIRED. KISSINGER 
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